Subject: 

Meeting - Power Shut down 

Location: 

202 ? 

Start: 

9/18/2009 10:00 AM 

End: 

9/18/2009 10:30 AM 

Show Time As: 

Busy 

Recurrence: 

(none) 

Meeting Status: 

Organizer 

Organizer: 

Nassif, Julianne (DPH) 

Required Attendees: Nassif, Julianne (DPH); 


Paul (DPH); Jenner, Jennifer (DPH); Jacobsen, Patricia 
O'Brien, Elisabeth (DPH) 


Charles (DPH); Servizio, 
(DPH); Clemmer, Jill (DPH); 


There will be a planned power shut down over the weekend. Let's meet briefly to discuss a plan for 
shutting down & powering back up. 


Folk OIG PRR 000066 



